Rubie Medic (née Stevens) Wilson
Born 17 November 1899, Camberwell, Victoria
Married Russell Wilfred Wilson (widowed), 17 October 1953, Point Lonsdale Methodist Church
(Russell died 4 August 1964 aged 75 years)
Died 11 October 1980, Ocean Grove [Geelong Hospital], Victoria